Internal and External Load Balancer Pipelines
Internal LB (Mercury):

VIPs are created from the host subnet during deployment.
The cluster manages load balancing via HAProxy/Keepalived.
External LB (Andromeda/cloudattici):

Requires LB request to be completed before cluster deployment.
VIPs should resolve to LB IPs in DNS.
Master node IPs need to be provided and included in API VIP LB.
Worker (Ingress) node IPs need to be included in Apps VIP LB.
Ensure Ingress router pods run only on nodes with the label infra: true.